' SYHNWIS8I 


00 


178 


Irene — Hebe . 



R.A. 

N.P.D. 

478 s A. 

Hor. Par. 

Log A. 

51. 

h m s 

0 / 

m s 

a 


. I 

13 40 47 

108 15-8 




2 

4 1 25 

21’6 




3 

4 2 5 

27*4 

16 i 8 ‘i 

4*37 

0*29181 

4 

42 46 

33 * 2 




5 

43 28 

39 ' 1 




6 

44 12 

44*9 




7 

44 5 8 

5°*8 

16 45-5 

4* 2 5 

*30379 

8 

45 45 

108 56*7 




9 

46 32 

109 2*6 




10 

47 21 

8-5 




11 

48 11 

I 4'4 

17 13*2 

4* J 4 

* 3 I 557 

12 

49 2 

20*3 




13 

49 54 

26*2 




14 

50 48 

32*1 




15 

5 1 43 

38*0 

17 4 I*2 

4*°3 

* 3 2 7 I 9 

16 

5 2 39 

43‘9 




17 

53 36 

49-8 




18 

54 34 

109 55-6 




19 

55 34 

no 1 *4 

18 9-4 

3*93 

•33860 

20 

5 6 35 

7*2 




21 

57 3 6 

13-1 




22 

58 38 

18-9 




23 

15 59 4 i 

247 

18 37*9 

3*83 

•34978 

24 

16 0 46 

3°*5 




*5 

1 5 1 

36*3 




26 

2 57 

42*1 




27 

4 4 

47*9 

19 6-5 

3*73 

•36072 

28 

5 12 

53*7 




29 

6 21 

no 59-5 




3° 

7 31 

III 5*2 




3 i 

16 8 42 

in io'9 

*9 35*3 

3* 6 4 

0-37139 


The elements and ephemeris of Irene were computed by Mr. N. Pogson at the 
particular request of the Editor. Mr. Pogson is now attached to the Radcliffe 
Observatory. 

An Ephemeris for 9 h 36“ Berlin Mean Time, computed by MM. Vogel and 
G. Riimker from their own elements, was very kindly forwarded by our associate 
M. C. Riimker, but it was received after Mr. Pogson’s Ephemeris was set up. 
On reducing the Ephemerides to the same date they are so nearly identical, that 
it has not been thought worth while to print both, as both are only approximate. 


Hamburg. 

1851 . 

July 3 
5 


HEBE. 


Hamburg M.T. 

h m s 
IO 40 56 


It.A. 
o / » 

291 44 47-6 


10 51 9 291 17 32*0 

Not corrected for parallax. 


(M. C. Riimker.) 

Deel. 
o / // 

—8 8 30*3 

— 8 22 o*9 


© Royal Astronomical Society • Provided by the NASA Astrophysics Data System 


Downloaded from http://mnras.oxfordjournals.org/ by guest on March 22, 2016 





' SYHNWIS8I 


00 


Hebe. 


179 


Durham. Fraunhofer Equatoreal. (Mr. R. C. Carrington.) 
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The above observations are corrected for refraction, and parallax, and com¬ 
pared with the ephemeris contained in the supplement to the Nautical Almanac 
for 1854. 


Mean Places of Stars of Comparison, 1851*0. 
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June 17, clouds troublesome; planet a g-ood 8th magnitude. The six fol¬ 
lowing observations of Hebe were all taken under unusually favourable circum¬ 
stances. 

The minutes in declination of Weisse, xixh 6S9 should be 50', not 49', for 
1825 ; the star is given correctly in Bessel’s Zone. Also the precession in R.A. 
of xix h , 621 should be 3 S *255, not 2 s -887 ? which latter corresponds to a + decli¬ 
nation. 
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The observations are corrected for refraction and parallax. The parallax and 
computed places were deduced from the ephemeris contained in the supplement 
to the Nautical Almanac, 1854. 

The following is the assumed mean place of the star of comparison for 1851*0, 
derived from the Greenwich and Edinburgh observations . 
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